Board of Assessors 
April 7, 2014 
Arlington Town Hall 

Call to Order: Chairman Mary Winstanley O’Connor called the meeting to order at 5:30 

PM. 

Roll Call: Chairman Mary Winstanley O’Connor, Vice Chair Kevin Feeley, Member 

James Doherty, and Director of Assessments John B. Speidel. 

Others Present: None 

On Going Business: The Board completed its annual Re-Organization. Member James 

Doherty made a motion to nominate Kevin Feely as Chairman of the 
Board of Assessors, Mary Winstanley seconded the motion, there was no 
discussion and the vote was unanimous. Chairman Kevin Feeley made a 
motion to nominate James Doherty as Vice Chair, Mary Winstanley 
seconded the motion, there was no discussion and the vote was 
unanimous. The Re- Organization resulted in Kevin Feeley as Chairman, 
James Doherty as Vice Chair and Mary Winstanley as Member. 

The Board discussed and reviewed the Fiscal Year 2016 Directives for the 
Triennial Certification from the Division of Local Services. Member Mary 
Winstanley requested the Director of Assessments John Speidel put 
together a time line of for the project with dates of completion for specific 
tasks involved with the Certification. 

The Board next meetings will be April 14, 2014 at 5:30 PM in the 
Assessors Meeting Room. 

At 6:00 PM Member James Doherty made a motion to move to executive 
session to discuss exemptions and abatements and not return. 

Chairman Kevin Feeley voted yes 

Vice Chair James Doherty voted yes. 

Member Mary Winstanley voted yes. 

Sincerely Submitted by 

John B. Speidel 
Director of Assessments 



